Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Text 

UNCLASSIFIED 

PAGE 01 STATE 016397 
ORIGIN ERDA-07 

INFO OCT-01 10-13 ISO-OO EA-09 ACDA-10 CIAE-00 INR-07 L-03 
NSAE-00 NSC-05 EB-08 NRC-07 OES-06 DODE-OO FEA-01 
OIC-02 /079 R 

DRAFTED BY USERDA:AIA:JEAMMONS:GLS 

APPROVED BY OES/NET:DHOYLE 

USNRC:IP:RHAUBER 

IO/SCT:LCAVANAUGH 

ACDA:JMENZEL 

2521 10Z 041032/63 

R 251857Z JAN 77 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 016397 

E.O. 11652: N/A 

TAGS: AORG, TECH, IAEA 

SUBJECT: IAEA TECHNICAL COMMITTEE MEETING ON USE OF NON- 
DESTRUCTIVE TESTING TECHNIQUES FOR IN-SERVICE INSPECTION 
OF REACTOR PRESSURE COMPONENTS, KOBE, JAPAN, APRIL 25-27, 

1977 

REF: IAEA VIENNA 9838 

1 . MISSION REQUESTED NOMINATE 5BB8E 
FOLLOWING AS U.S. PARTICIPANTS IN SUBJECT MEETING AT 
EXPENSE THEIR RESPECTIVE ORGANIZATIONS: SPENCER H. BUSH 
(BATTELLE MEMORIAL INSTITUTE, P.O. BOX 1970, RICHLAND, 

WASHINGTON, 99352), LARRY J. CHOCKIE (GENERAL ELECTRIC 
CO., NUCLEAR ENERGY DIVISION. M/C 622, 175 CURTNER AVE., 

SAN JOSE, CALIFORNIA, 95125), JOSEPH COLLINS (DIVISION OF 
REACTOR INSPECTION, NRC, WASHINGTON, D.C., 20555), CLARENCE 
UNCLASSIFIED 
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E. LAUTZENHEIZER (VICE PRESIDENT, SOUTHWEST RESEARCH 
INSTITUTE, P.O. DRAWER 28520, SAN ANTONIO, TEXAS, 78284), 

AND E. K. LYNN (METALLURGY AND MATERIALS BRANCH, NRC, 

M/S 1 130SS, WASHINGTON, D.C., 20555). 

2. OFFICIAL INVITATIONS AND RELATED PAPERS ON MEETING 
SHOULD BE SENT DIRECTLY BY IAEA TO NOMINEES. 
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3. COLLINS AND LYNN ARE USG EMPLOYEES AND BUSH HAS ERDA 
"Q" CLEARANCE WHICH SATISFIES REQUIREMENTS SECTION VIII, 
E.O. 10422. ADMINISTRATIVE PROCESSING OF CHOCKIE AND 
LAUTZENHEIZER UNDERWAY AND MISSION WILL BE ADVISED. 
VANCE 
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